Citation No. 2111785 dated August 5, 1983, describes
the violative condition or practice as follows:

The roof in the working place of the Mo.
3 entry of 2 Left South Mains 017 working
section was not being adequately supported or
otherwise controlled to protect the miners
under the supervision of Steve Lenosky,
Section Foreman, in that additional safety
precautions were not taken to assure the
safety of the miners after a bad roof con-
dition was observed by the Section Foreman
who had related the conditions to the roof
bolting crew.  The roof in the affected area
fell while only a minimum amount of temporary
support was being installed.  This violation
was revealed during a fatal roof fall accident
investigation.

The order of vacation dated September 12, 1983r states

September 12, 1983 at 1:50 p.m.  As a
result of a manager's conference held on 9-8-83,
new information was presented by the operator
and UMWA Local 3548 committeemen, a violation
did not exist.  The citation No, 2111785
issued on 8-5-83 is hereby vacated.

The order of modification dated October 26, 1983,
states:

104(a) Citation No. 2111785 issued
8/5/83 for a violation of 75.200 and vacated
9/12/83 is modified to restore the original
citation, change type of action to a 104(d}(l)
citation, negligence from low to moderate,
The modification is a result of additional
information received after the manager's
conference and as a result of a re-evaluation
of the condition.  The citation had been
previously terminated on 8/5/83.
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